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A RETURN 

OF THE NET AMOUNT OF THE WINDOW AND HEARTH TAX, IN IRELAND, 
For the Years ending 5th January 1816, 1817, 1818 and 1819 respectively. 





Y£ARS endiog. 


WINDOWS. 


I HEARTHS. 






s. d. 


£. 4. d. 


5th January 


- 1816 . - 1 


381,539- 


7. 8. 


^75,087. 13 . 1. 


5th January 


1817 - - 


344.770- 


9 - H- 


‘ 51 , 959 - 14 - If 


5th January 


- 1818 - - 


301 , 557 - 


2. 8 


43,680. 14. 6|. 


5th January 


- 1819 • - 


233,636. 


6. 9 |. 


41.609. 1. 5f 



* The duty on Two and Three Hearths was repealed this year. 



Tax Office, Custom House, Dublin, 



8 March 1819. 
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Charles Jdy, 

Examiner of Taxes. 
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